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OFFICE OF 
THE DIRECTOR 


UNITED STATES INFORMATION AGENCY - •, | 

WASHINGTON 


September 7, 1954 


Dear General Cabell: 

Our second semi—anntial Report to the Congress 
has jtist been issned. 

We would te most gratefta for an 7 comments or 


suggestions. 



Lbbott Washburn 
Acting Director 


Lt, General C, P, Cabell, VSAF, 

Deputy Director, 

Central Intelligence Agency 
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